Mill Brook Study Group 
Of the Master Plan Implementation Committee 
August 1,2016 

Town Hall Annex, First Floor Conference Room 
8:00a m-9:00am 


Facilitator: Laura Wiener, Asst. Director of Planning 

Objective: To review prior reports and plans related to Mill Brook, and set priorities for implementation. 
Desired Outcomes: Set priorities for the coming year. 


What 


Who 

Time 

Welcome/ Introduction of Members 


Working Group 

8:00-8:05 
(5 min) 

Review of the name 


Working Group 

8:05-8:10 
(5 min) 

Review of Master Plan Implementation Steps for Mill 

Brook. Did we miss anything? 


Laura 

8:10-8:20 
(10 min) 

Review of prior research. 

• Mill Brook Linear Park Report (2010) 

• Mill District Redevelopment Guidelines (2014) 


Laura, Ann, Andy 

8:20-8:35 
(1 5 min) 

Discuss priorities for moving forward 


Working Group 

8:35-8:50 
(1 5 min) 

Future meeting dates 


Working Group 

8:50-9:00 
(10 min) 









